
DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Heaith 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


February 14, 2011 


Sarah Stancato 

Assistant District Attorney, Suffolk County 


Dear ADA Stancato: 


Enclosed is the information you requested in regards to Commonwealth vs 
Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 


GC/MS testing was performed by Annie Dookhan and Kate Corbett. All other analyses 
were performed by Stacey Desjardins and Nicole Medina. If you have any questions about 
these materials, please call me at the number below. 


Sincerely, 

Stacey Desjardins 
Chemist I 
Drug Analysis Lab 
Jamaica Plain, MA 02130 
(617)983-6632 


Cc: CBS, ASD, KAC, NEM 
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DEPARTMENT 


DRUG RECEIPT 


PAGE#. 


DESTRUCTION # 


District/Unit 


'To CU 


Name & Rank of Arresting Officer_ % 


O A Q'A 


ID# _ 




DESCRIPTION OF ITEMS SUBMITTED 


CO 5*2- 




,C 


<- c k {w e\ 


•s 

YLocUs u)j Ti- n fa,-/ ^crcLck Cac.^.„) 
Lcro^ Xio^U-s (C r^<M- 


C-rc.^ -fcJpUfs e J ‘ C- 


<r 




k <f ^> ( 


rh^dJA fjj±si fx. 


GROSS 
QUANTITY 

2_ lonsa cycles 


I $< CoU<l 
_ cXj„h„.£o. ■ I_ 




b P.lls 


J_ p/4 


LAB USE ONLY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 










SMHa 


No. Cont: i Cont:-pr 

Date Rec'd: 03/17/2010, 

Gross Wt.: 1.71/ 


No. Analyzed: 
Net Weight 
# Tests: 


CUJlC 

USLO 




Prelim: QJC£f\\K\tL Findings: cocolxjsq. 


Date Analyzed: O"V \ l O 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Roseanne Atkins 


Amount: 

No. Cont: i Cont: aluminum foil 

Date Rec'd: 03/17/2010 
Gross Wt.: 2.30 f/ 


Subst: SUB 

No. Analyzed: \ 

Net Weight: QMHC 
# Tests: 


Prelim: (_Oea\Ue, Findings: cota/vtva 


9 } cn » 


< to 


City: Boston D.C.U. Police Dept 
Officer: P.O, Roseanne Atkfns-Tyler 


Date Analyzed: o^ ~ \ O 


O "f 
C 4 OO 

O’- t/ 


P *4 

O > 
to > 
X w 


No. Cont: i Cont: pb 

Date Rec'd: 03/17/2010 
Gross Wt.; 2,07 y/ 


«ubst:SUB 


No. Analyzed: j 
Net Weight: ( 


# Tests 


0,U0< 

LsQLt 


• 'h- o 


Prehm: COCCUH^ Findings; Cocc^v-- 
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PHYSICAL DESCRIPTION: ft 

' off tdoftc Count 

\n ceAlo 


:\+scaled 
eu betor\ce_ 


Gross Wt { ): 

Gross Wt { | ); 
Pkg. Wt: 


Net Wt 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanalej 

Marquis _ 

Froehde’s_ 

Mecke's 


© 

© 

© 


PRELIMINARY TEST RESULTS 
RESULTS COCOi UP¬ 


DATE ’H" \4~1D 


Mlcrocrystalline Tests 


Gold 

Chloride 


TLTA 


©_ 


OTHER TESTS 



GC/MS CONFIRMATORY TEST 


MS 

OPERATOR 

DATE 


iOilQ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


AGENCY fiDotOH ANALYST 6U 



PHYSICAL DESCRIPTIONr filnngCl ^ StQlCCl 

■ off wfMit cPuntvi Qabsiancc, 
\n-fo\\ wrapper' 


Gross Wt { ): 
Gross Wt { ): 


Pkg, Wt: 

direct 

Net Wt: 





GC/MS CONFIRMATORY TEST 



Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION: S\QT\f 

■ off LoUrtc. cUunt\| 

\C02><d 


Ci f Of'QlCd Gross WI( ): 
feOiDolOnClL GrossWt ( ): 


Pkg. W( 

direct' 

Net Wt 



PRELIMINARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate j 

Marquis _ 

Froehde's 


e_ 

<0 


Mlcrocrvstalllne Tests 

G ° ld CctK 

Chloride vD 


TLTA 


T © 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


GC/MS CONFIRMATORY TEST 

RESULTS liXOiOL. 

MS 

OPERATOR AOLj _ 

DATE jjjAAQ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


GENCY 




ANALYST 


jOSoo 



PHYSICAL DESCRIPTION 


E sc . RiPT . iQNi ^^ealaeL Gross wt ( >: 

Gross Wt ( ): 

ta COonci \iqV\V Pkg wt , 

© Oiib ^ ” 


Net Wt: o2. 2>5^ [qm 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( - ) 


Marquis ~V Yj\oe- -y*' Yd\ClCi Y 
Froehde V~VQt ^0X\ 

Mecke’s^ -/'CW VL-tY 0 ©- 


PRELIMINARY TEST RESULTS 


°ate 05-01^0 


Mlcroctystaltine Tests 
Gold 

Chloride_ 

TLTA ( )_ 

n OTHER TESTS 

oQ 


Ctto\eS Sdd. 



GC/MS CONFIRMATORY TEST 
RESULTS *CT\^Vnf\ 

OPERATOR YS\C _ 

DATE QS-^Q-jO 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731492.D 
ASD 

17 Jul 2010 9:02 

BLANK 


2 

DRUGS 

RTE 


S' 
<?"• 






Abundance ~" """ TIC: 731492.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731492.D 


Mon Feb 14 08:13:30 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM6\07 16 10\731493.D 

Operator 

ASD 


Date Acquired 

17 Jul 2010 9:14 

Sample Name 
Submitted by 

COCAINE 

STD 

Vial Number 

31 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 



Abundance 


TIC; 731493.D 

30 

1500000; 

i 1 

4 

! 1000000 


j 

j 500000i 

\ f 

[ 


j 

q 

■ 


TJme»> 2.00 2.50' 3.00 

3.50 4 00 _ 

4.50 5.00 5,50 6.56 6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area Area % Ratio % 

4.305 

1596756 100.00 100.00 


731493.D Mon Feb 14 08:13:33 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM6\07__16__10\731493 .D 
ASD 

17 Jul 2010 9:14 

COCAINE STD 

31 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.30 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


60 


40- 


82 


Average of 4 284 fo 4.426 nm: 731493.0 0) 
182 


94 


105 


20 


42 


51 


68 


0 - 


122 


135 


152 


in//.-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

Abundance.” . .~. . #29: COCAINE 

82 


198 


166 


272 


303 


208 222 242 259 


288 


80 


60 


40; 


182 


94 


20! 42 


105 


51 


68 


122 


0 


; ! 114 


135 152 166 


198 


214222 244 259 


272 


303 


m lz-> 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


731493 .D 


Mon Feb 14 08:13:33 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM6\07_16__10\731494 .D 
ASD 

17 Jul 2010 9:27 

BLANK 
NEM 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


731494.D 


Mon Feb 14 08:13:36 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM6\07__16_10\731508 ,D 
ASD 

17 Jul 2010 12:25 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abun( SjIft? 

2500 

| 2000 
1500; 

; i 

j i 

1000 ! 

I ^ 

5001 

Time~> 2.00 2.50 


TIC: 731508b 



3.00 3.50 4,00 4,50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


731508.D 


Mon Feb 14 08:13:52 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2 010\SYSTEM6\07__16_10\731509.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 12:38 


Submitted by : SLD 

Vial Number : 42 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

3000000. 


2500000; 

! i 

2000000 ; 

j 

| 1500000 


1000000 ; 
500000) 


oL^. , . , 

Time--> 2.00 2.50 3,00 


TIC: 731509.D 

4:32 

j 


j 


3.54 

j I [4.45 

J :| j 

3.50 4.00 ' 4.50 ' 5.00 ” 5.50 6.00 6.50 7.00 7.50 8.00 8.50 _9.00__9.50 


Ret. Time 


Area Area % Ratio % 


3.543 
4.315 
4.448 


663145 12.97 16.47 

4025381 78.71 100.00 

425526 8.32 10.57 


731509.D Mon Feb 14 08:13:55 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731509.D 

ASD 

17 Jul 2010 12:38 


Operator 
Date Acquired 



submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


jD 
42 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.54 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 , 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo [ 2 ,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 


60. 


40: 


73 


101 


Average of 3.622 to 3.665 min : 731509.0 {-) 
148 


204 


121 


20 

51 n 

AO 63 

89 



i 

i 

0 . 

4 /. 

■’1 ' ' . ' , 

if 81 ' 

lino,;, 

i ^ 2 ®137 , 

157 


176 


187 


mfe--> V 4C 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 2& 230 240 250 260 270 280 


281 


Abundance 


80: 


2.1 -bjthiazole, 2,3,5,6-!etrahydro-6-phc*nyl- 

2Q4 

148 


eo: 


401 


20 


73 


101 


127 


51 

63 j 


89 

i; 117 

| 

I; 176 

! 

.1 ;jJ 1 ;j JU 

>1. 


1. 109 ,,i i 

135 

157 167 185 ,;jjj 

50 

60 70 

80 

90 

100 110 -2o 

130 14o' 

150 160 170 180 190 200 210 220 230 240 250 260 270 280 


731509.D Mon Feb 14 08:13:56 2011 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q3-2010\SYSTEM6\07 16 

10\731509.D 

Operator : 

ASD 


Date Acquired : 

17 Jul 2010 12:38 


Submitted by : 

SLD 


Vial Number : 

42 


AcquisitionMeth: 

DRUGS 


Integrator : 

RTE 


Search Libraries 

: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

2 4.32 C 

: \DATABASE\SLI. L 


COCAINE 

000050-36-2 99 


Abundance 


82 


Average of 4.284 to 4.421 ‘min : 73'150'9'D (-) 
1?2 


80 


60 


40; 


94 


105 


20 


: 42 


51 


68 


I .! 

i 1 


122 


198 


303 


0 -j'w 

,rn/z--> 40 


_ 152 16S 

iij j. ,l||, 133 r . .jitv , ,r , , : 4j 207 222 


272 


244 259 


288 


Abundance 


50 60 70 80 90 100 110 120 130 140 150 160 170 l60 190 200 210 220 230 240 250 260 270 280 290 300 

#29: COCAINE 

82 


80 ; 


60; 


182 


40; 


20 42 


51 


0 

m/z-> 40 


94 


105 


122 
114 ! 


135 166 


198 


214222 


244 259 


272 


303 


,.,i, .. l v .7 , 7 . ,, 

50 60 70 80 90 100 11 o’ 120 130 140 150 160 170 180 190 200 210 220 230 24o’ 250 260 270 280 290 300 


731509.D Mon Feb 14 08:13:56 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q3~2010\SYSTEM6\07_16_10\731509.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 12:38 



Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


SLD 
42 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

4,45 

C:\DATABASE\NIST98.L 




Pyrene 

000129-00-0 47 



Fluoranthene 

000206-44-0 47 



Pyrene 

000129-00-0 47 


Abundance 


80, 


: 731509.D (-) 
2Q2 


60 


40 







103 

20 

0 

40 

51 

63 7 , 6 

89 

| 116 

jiii ip 



. ■ 9 | *j-1-j- 1 1 ■ - i — 

t-Pri 


m/z~> 

30 40 

50 

60 70 80 

90 

100 110 12 


147 


1 ? 9 . s| 155 


174 


187 


W'r rriT 


281 


Abundance 


¥128279: Pyrene 


202 


80 


60! 


40 f 


20 


101 


0 


j 28 39 50 63 


74 


88 


110 122 134 150 163 U 


174 


m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1<kT 2(i)o‘ 210 22o' 230 240 250 260 270 280 


731509.D Mon Feb 14 08:13:57 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731510.D 

ASD . 

17 Jul 2010 12:51 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


731510.D 


Mon Feb 14 08:14:00 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731511.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 13:04 


Submitted by•SLD 
Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


4{33 


TIC: 731511.0 


Abundance 
3000000; 

. 2500000i 

[ 

j 2000000' 

I 1500000] 

1000000 ; 

500000 

O'—r- .. 

Tlme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


3.55 

| 

1 


14.45 

i 


5.71 


Ret. Time 


Area Area % Ratio % 


3.549 
4.326 
4.448 
5.712 


1732312 

5884224 

442268 

165318 


21.06 29.44 

71.55 100.00 

5.38 7.52 

2.01 2.81 


731511.D 


Mon Feb 14 08:14:04 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731511.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 13:04 

Submitted by : SLD 
Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3,55 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.522 lo 3.713 min. 731511:0 (-) 
148 


80 


60; 


40: 


20 ; 

42; 

O', • 

m/z~> 40 


51 


73 


63 


101 


89 


121 


iiji 

jjl j.109 ; 


129 


204 


176 

137 # 157 168 | 187 


50 60 70 80 90 100 110 ’l20 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


281 


Abundance 


#126360:1midazo{2,1 -BJlhiazole, 2,3,5,6-ie1rahydro-6-phenyl- 
148 2( ? 4 


80 


60 


401 


20 : 


O' 


73 


51 63 


101 


731511,D 


89 

, ! 

ii7j ; 

iU?i. Ll... 

• ! [ 1 09 ii t .! . ;l 

80 9’0 

100 116 120 1 

Mon 

Feb 14 


127 


135 jji 156 

■j r r 1 r;r'r‘H J v{'r 


176 
| 186 


n!//*-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 1 80 190 200 210 220 230 240 250 260 270 280 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q3-2010\SYSTEM6\07_16_10\731511.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 13:04 


Submitted by : SLD 

Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4,33 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


Average of 4.284 to 4,405 min.: 731511 D (-) 
1?2 


82 


60 


40 


20 


1 


94 

i 105 




42 

ML 

_!i_p_n a,'!! uj 

o 68 is 

u ,i,i. lU.h 

4 , : .“Wl-f. ,'144-- 

122 

! .... 152 168 

135 , :Ll . 

198 

214 223 

V- ■ ! ■ ' h ; \ v ■ , , : , i rr , . 

303 

272 

244 258 j 288 . Ii _ 


m/z-> 40 50 e'6 70 80 90 100 1 io 120 130 140 150 160 170 l 60 190 260 210 220 2^0 240 250 260 270 280 290 300 


Abundance 


80 


82 


¥297"CDCAi W E 


182 


60 


40: 


94 


105 


20 : 42 


51 


68 


122 


OLIi 


114 


135 152 166 


198 


214222 244 2 59 


272 


303 


m/z-> 40 50 CO 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

731511.D Mon Feb 14 08:14:05 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731511.D 

Operator : ASD 

Submitted by : SLD 

Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.45 C:\DATABASE\NIST98.L 
Pyrene 
Pyrene 

Fluoranthene 


000129-00-0 47 
000129-00-0 47 
000206-44-0 47 


Abundance 


80 


60 


Average of 4.427 to 4.548 mini 731511.0 ( : )“ 

202 


40: 


20 . 


103 


147 


76 


116 


174 


187 


61 63 ' “ 89 129 

J 41 * ;!i! 138. 158 'or 281 

0 | , ..... !, -r-jll-j .hf., ■ I, Ijij . . ; > ... . | •■ii; _ . y,fl; ]l | f t . ,4V; I, | ,.! 

m/z~> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 2(1)0 210 220 230 240 250 260 270 280 2^0 


303 

300 


Abundance 


80 : 


#126261: Pyrene 


202 

i 

i 


60 : 


40 i 


20 


0 


101 

! 


30 39 50 63 


75 


88 


110 122 134 150 161 V4 


187 


m/z~> 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


731511.D Mon Feb 14 08:14:07 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731511.D 

Operator : ASD 

Date Acquired : 17 Jul 201 0 13:04 

Submitted by • SLD 
Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.71 


C:\DATABASE\NIST98.L 
Benzoylecgonine 
Benzeneacetic acid, 
Benzoylecgonine 


000519-09-5 
.alpha.-methyle 000500-55-0 

000519-09-5 


50 

50 

43 


Abundance 

| so! 

j j 

! 60 

40! 


Average of 5.675 to 5,870 min.: 731511U(-) 
124 


77 


j i 


105 


168 


94 


■ 4? 

20 : 51 




67 


86 . 


115 


124 


138 147 ; 184l93 207 

80 190 

#563*57: Benzoylecgonine 


253 


282 


m/z--> 40 50 60 70 80 90 100 110 120 lio 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 

Abundance 


80! 


60 i 


40 


20 i 


82 

i 




105 

94 ; j 

168 


44 57 67 


i| i 

ill 




'• I j'|i* 'i 1 '! 1 ; 

i'i' . 

113 j,lj 138 148 


184 193 


289 


!m/z- : >_.40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 ISO 200 210 220 230 240 250 260 270 280 290 

731511.D Mon Feb 14 08:14:07 2011 Page 5 


Corbett email PRR 000195 
























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731512.D 

ASD 

17 Jul 2010 13:16 

BLANK 
SLD 
2 

DRUGS 

-prprp 

Xv 1 JTj 


Abundance TIC: 731512.0 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


731512.D 


Mon Feb 14 08:14:11 2011 


Page 1 


Corbett email PRR 000196 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731513.D 

Operator : ASD 

DateAcquired^l7Jul2010 13:29 

Submitted by : SLD 

Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
i 3500000: 

3000000! 

2500000: 

2000000 

1500000 

‘ 1000000 

500000 

! o- r .. 

Jime-> 2.00 2.50 3.00 


4!33 

i 

jj 

:i 

! 

3.55 

! ! 14.45 

; n i 

! I i 

;! fi ? 

3.50 ' 4.00 ' 4X6 ' ' 5.00 


TIC: 731513.D 


5.72 

5.50 6.00 6.50 7.00 


7.50 a60" 8.50 9.00 ' 9.50 


Ret. Time 


Area Area % Ratio % 


3.554 
4.331 
4.453 
5.722 


2435546 

8163705 

1004203 

725215 


19.76 29.83 

66.22 100.00 

8.15 12.30 

5.88 8.88 


731513.D Mon Feb 14 08:14:14 2011 


Page 1 


Corbett email PRR 000197 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731513.D 

Operator : ASD 

Submitted by : SLD 

Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE \ PM W TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.55 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2, 1-b] thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance' 


148 


80 


60! 


40; 


20 ' 


0 


45 


51 


73 


101 


89 

■ 63 I ! ; I, 

• t‘t4Ul !4vi+i' Mj 44+4 


12 1 „„„ 
! 127 


107 


11$ 


135 141, |||. 157 163 170 . 


176 


186 


204 


n«/z~> 40 50 60 70 80 90 100 110 

Abundance 


120 130 140 150 160 DO 180 190 200 210 


#126360’: lmidazoJ2,1 -b)thiazofe, 2,3346-telrahydro-6-phenyr- 

148 


204 


80 


60! 


40: 


20 i 


73 


101 


121 


127 




„ 89 

; 


176 

i . 

' 45 

Qi . 

51 

63 ■ 

.J . 179 U 

95 108 114 . ; 

!. . 135 141 J 154 160 

169 j 

186 111 

m/z-> 40 

50 

60 70 80 90 

100 110 120 

130 140 150 160 

170 180 

190 200 

731513 .D 


Mon Feb 

14 08:14:15 

2011 

Page 

2 


Corbett email PRR 000198 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 


F:\Q3-2010\SYSTEM6\07_16_10\731513.D 

ASD 

17 Jul 2010 13:29 


Submit tea Dy 
Vial Number 
AcquisitionMeth 
Integrator 


46 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


,PK# RT Library/ID 


CAS# Qual 


4,33 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80- 


82 


Average of 4.278 to 4.352rriTn.: 73T5'13!0 (-) 
182 


60: 


40 


20 ; 


42 


51 


94 105 


68 


122 


198 


0 : . >1 !',WV, ; lillt : iW. - Ml , .“t’. T , ■ . , , .. . "Tl • : . ,-£-“7 ■ ; 1 ■ . 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 ISO 160 170 160 1 90 200 210 220 230 240 250 260 270 2&0 290 300 

Abundance #29: COCAINE 


135 


152 166 


303 

i 


272 


215 230 244 258 


288 


8 ? 


80! 


60 


40 


182 


94 


105 


; 20 42 | 

: - [ 51 68 

n‘ . : .hi ‘ ‘ 

|i j 

:! i 

j 

122 

; 114 135 152 166 

IS 

38 303 

272 ; 

214222 244 259 

ni/z-> ’ 40 50 60 70 80 90 

loo i i o ~iio 1 30 i4o iso ieo i7o lio iso' 260' 21 d 220 '230' 240’ 250’ 260 270 '280 290' ’360 


731513 . D 


Mon Feb 14 08:14:15 2011 


Page 3 


Corbett email PRR 000199 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731513.D 

Operator : ASD 

Date Acquired : 17 Jul 2010 13:29 

Submitted by : SLD 
Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 4.45 C:\DATABASE\NIST98.L 

Fluoranthene 000206-44-0 47 
Benzene, 1,1'-{1,3-butadiyne-1,4-di 000886-66-8 47 
Pyrene 000129-00-0 47 


Abundance 


Average of 4.432 to 4.559 min.: 73151310 {-) 

2Q2 


80 

60 

j 

40 j 
20 


42 , 


51 63 


76 


103 

I 


89 


116 


rn/z~> U 30 40*’50 60 70 8 'Q^ 9 «i) lOO lT^b liOUO 150 160 lib 180 1^0 260^210 220 230 240 250 260 270 280 290 300 


129 


147 

I 


138 , 


174 


158 


187 


44 


281 


303 


Abundance 


#126262: Fluoranlhene 


202 


80 i 


60 ! 


40 f 


20 


101 


88 


38 50 62 74 


m/z--> 


110 123 133 150 163 176 185 


30 40 50 60 70 80 90 100 110 120 130 140 15 C 160 170 180 190 200 210 220 230 240 250 260 270 280 280 300 


731513 .D 


Mon Feb 14 08:14:15 2011 


Page 4 


Corbett email PRR 000200 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM6\07_16_10\731513.D 

Operator : ASD 

Date Acquired : 17 Jul 201 0 13:29 

Submitted by : SLD 
Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

5.72 

C:\DATABASE \ PM W TOX2.L 





Cocaine-M (benzoylecgonine) 

000519-09-5 

97 



Atropine AC 

@ 000000-00-0 

33 



DOM precursor-2 2AC 

000000-00-0 

12 


Abundance 


80: 


1?4 


Average of 5.680 to 5.£ 


60, 


40 


20 


82 


105 


42 


57 67 


168 


0' „.ii4iik. 


Abundance 


80! 


94 

H. i i ;! 

* :i ji i j i f 

! : j j | 

138 148 

184 207 218 

0,, 289 

244 ; 

80 100 120 

140 160 

"~1&> 200 r ' 2^0 

240 260 280 360 





1?4 

#2120: Cocaine-M (oenzoyfecgonlne) 

PI 424 


355 


60 


40! 


20 ; 


77 


94 105 


168 

] 


51 


0 


289 


184 


261 


m/z»> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

731513.D Mon Feb 14 08:14:16 2011 Page 5 


Corbett email PRR 000201 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731514.D 
ASD 

17 Jul 2010 13:42 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance .TIC: 731514.D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


731514.D 


Mon Feb 14 08:14:19 2011 


Page 1 


Corbett email PRR 000202 












Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q3-2010\SYSTEM6\07 

ASD 

17 Jul 2010 13:54 

BLANK 
SLD 
2 

DRUGS 

RTE 


16 10\731515.D 


Abundance ---TIC: 731515.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


731515,D 


Mon Feb 14 08:14:22 2011 


Page 1 


Corbett email PRR 000203 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731516.D 

ASD 

17 Jul 2010 14:07 

COCAINE STD 
SLD 
31 

DRUGS 

RTE 


Abundance 
: 1500000: 


4130 


TIC: 731516.D 


ioooooo; 


500000: 


Time~> 2.00 2.50 

' 3.00 3.50 4.00 4.50 5.6o 

5.50 ’ ' 6.00 ' 

6.50 ’ 7.00 7.50 ' 8.00 ' 8.te 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

4.305 

1616660 

100.00 

100.00 


731516.D 


Mon Feb 14 08:14:25 2011 


Page 1 


Corbett email PRR 000204 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM6\07 16 

10\731516.D 


Operator 

ASD 



Date Acquired 

17 Jul 2010 14:07 



Sample Name 

COCAINE STD 



Submitted by 

SLD 



Vial Number 

31 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 

1 4.30 C:\DATABASE\SLI.L 




COCAINE 

000050 

-36-2 99 

Abundance 

Average of 4.284 to 4.416 min. 

731516.DT). 

i 

| ; 

82 



182 




80 


60; 


40: 


94 


105 


20 ; 

42 


i 11 ! 



j 51 

68 

i 1 

122 

i i 

0 ‘ 

i ! j 


, ' i 

135 


• M'fv;-; l-'n-r-.Wj-rTT 1 

i'f-} , i . / j ]-Ji j . , j*, > i 


152 

ii,i 


166 


198 

207 222 


303 


272 

242 260 ] 288 


0 . | , , , I !'r. ■ , ■ tY, . r.-STS- J , .1 

m/z-> 40 50 CO 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 



731516.D Mon Feb 14 08:14:25 2011 


Page 2 


Corbett email PRR 000205 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM6\07_16_10\731517.D 

ASD 

17 Jul 2010 14:20 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TIC: 73f517.D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


731517.D Mon Feb 14 08:14:28 2011 


Page 1 


Corbett email PRR 000206 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM5\05_19_10\717904.D 

Operator : KAC 

Date Acquired : 19 May 2010 12:29 

Sample Name : BLANK 

Submitted by : % 

Vial Number : 1 

AcquisitionMeth: MDMA 
Integrator : RTE 


Abundance ." . ~ ~~ TIC: 717904.0 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS* * * 


717904.D Mon Feb 14 08:15:47 2011 Page 1 


Corbett email PRR 000207 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM5\05_19__10\717905 .D 
KAC 

19 May 2010 12:41 

3,4-MDMA 

5 

MDMA 

RTE 


Abundance —- - TfC: 717905.D 

I 2)05 
500000; 

400000 j 

300000i 

; i 

200000 


| loooooj ; 

0 .• ...i »#rr-- - - - - - 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.Q0 5.50 6.00 6.50 7.00 7.50 8.00 8.50 


Ret. Time Area Area % Ratio % 


2.053 654806 100.00 100.00 


717905.D 


Mon Feb 14 08:15:50 2011 


Page 1 


Corbett email PRR 000208 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F: \Q2-2 010\SYSTEM5\05__19_10\717905 .D 
KAC 

19 May 2010 12:41 

3,4-MDMA 

5 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.05 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

N-Methyl mda acetate 1000119-21-0 78 


Abundance 


58 


Average of 2.005 to 2.186 min.: 717905.D (-) 


80 


60i 


401 


20 ! 


0 


42 


51 


65 


77 


88 96 105 11512 2 


135 


144 159 174 


194 


252 


'm/z--> 40 50 60 70 80 90 100 110 120 130 140 ISO 160 170 180 190' 2^6 2l0 220 230 240 250 

Abundance 

; 5,8 


#112886: 1 !3- Benzodioxole-t-elfianamine, N,.alpha.-dimethyl-" 


80 


60 


40 i 


20 1 




0 


42 51 


65 


77 89 105 iig 


135 


147 162 176 192 


40 50 60 7b 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 


717905 .D 


Mon Feb 14 08:15:51 2011 


Page 2 


Corbett email PRR 000209 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM5\05__19_10\717906 .D 
KAC 

19 May 2010 12:53 

BLANK 

1 

MDMA 

RTE 


Abundance 
I 700 


TfO: 717906.D 


rime--> 



2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 


7.00 7.50 8.00 8.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* ** 


717906.D 


Mon Feb 14 08:15:53 2011 


Page 1 


Corbett email PRR 000210 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM5\05_19_10\717931.D 
KAC 

19 May 2010 17:56 

BLANK 
NEM 
1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


717931.D 


Mon Feb 14 08:16:02 2011 


Page 1 


Corbett email PRR 000211 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM5\05_19_10\717932.D 

Operator : KAC 

Date Acquired : 19 May 2010 18:08 


Submitted by : 


Vial Number : 

32 

AcquisitionMeth: 

MDMA 

Integrator : 

RTE 


Abundant® 
500000 

4000001 

300000 

200000 
100000 ! 


1,72 


Oil 


Time-> 2^10 2.50 3.00 ' 3.50 4.00 4.60 5.00 5.50 6.00 ' 6.50 7.00 ' 7.50 8.00 ’ 8.50 


Ret. Time 

Area 

Area % 

Ratio % 

1.716 

141530 

18.65 

22.93 

2.052 

617172 

81.35 

100.00 


717932 ,D 


Mon Feb 14 08:16:05 2011 


Page 1 


Corbett email PRR 000212 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q2-2010\SYSTEM5\05_19_iO\717932.D 

Operator : KAC 

Date Acquired : 19 May 20 10 18:08 

Submitted by : NEW 
Vial Number : 32 

AcquisitionMeth: MDMA 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1.72 C:\DATABASE\NIST98.L 

3,4-Methylenedioxy-N-methylbenzylam 015205-27-3 91 
1,3-Benzodioxole, 5-propyl- 000094-58-6 49 
1,3-Benzodioxole, 5-propyl- 000094-58-6 49 


Abundance 


Average of 1.657 to 1.812 min.: 717932:D {-) 


1?5 


80: 


60: 


40: 


20 


Of 


42 


51 


77 


.. ,0 


63 

56 ,68 


81 87 93 


105 


121 

, - I , I j Lb 


164 


149 


m lz-> 35 40 45 50 55 60 65 70 75 80 85 9*0 95 100 105 110 1 15 12 0 1 25 13 0 1^5 140 145 150 155 160 165 170 

Abundance...#61470: 3,4-Me{hylenedibxy-N-mc4hylbenzylamine. .. : 

135 


80 


60 


40i 


44 


165 


20 : 


m/z~> 


0i.- 


77 


39 

i i i i 

51 

65 1 

1 ! ! ; : 

105 

121 

i 

.. .... . .1 

1 ih t 

40 45 

50 55 

60 65 70 75 80 85 60 95 1 

)0 105 110 

115 120 125 130 13 

5 140 145 150 155 160 165 170 


717932.D Mon Feb 14 08:16:05 2011 


Page 2 


Corbett email PRR 000213 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM5\05_19_10\717932.D 

Operator : KAC 

DateAcquiredjl9May2010 18:08 

Submitted by : NEM 

Vial Number : 32 

AcquisitionMeth; MDMA 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 



CAS# 

Qual 

2 

2.05 

C:\DATABASE\NIST98.L 







1 , 3 -Benzodioxole-5-ethanamine, 

N, 

. a 

042542-10-9 

91 



1,3-Benzodioxole-5-ethanamine, 

N, 

. a 

042542-10-9 

83 



1,3-Benzodioxole~5-ethanamine, 

N, 

. a 

042542-10-9 

78 


Abundance 


58 


Average < 


80! 


60! 


40 


20 




37 


42 


51 i 77 135 

; 63 68 82 88 94 100105 1151 20 129 . 145 151 160 176 190 

40 50 60 70 80 ’ 90 100 110 120 130 140 150 160 170 180 ’ 190 


Abundance 


58 


#112886: 1,3-Ben/odiOxole-5-ethanaminfi, N,.alpha.-dimelhyl- 


80: 


60 : 


40 i 


20 


: m/z-> 


42 51 

49 50 


m.65. 

60 70 


89 105 119_ 138 147 162 176 192 

80 90 100 T ilO ' 120 130^ 140 ' 15(T 160 170 180 190 


717932.D Mon Feb 14 08:16:06 2011 


Page 3 


Corbett email PRR 000214 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-201Q\SYSTEM5\05__19__10\717933 ,D 
KAC 

19 May 2010 18:20 

BLANK 
NEM 
1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


* * * NO INTEGRATED PEAKS* ** 


717933.D 


Mon Feb 14 08:16:09 2011 


Page 1 


Corbett email PRR 000215 




























Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM5\05__19__10\717937 .D 
KAC 

19 May 2010 19:09 

BLANK 

1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


717937.D 


Mon Feb 14 08:16:16 2011 


Page 1 


Corbett email PRR 000216 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM5\05_19_10\717938.D 

KAC 

19 May 2010 19:21 

3,4-MDMA STD 

5 

MDMA 

RTE 


Abundance 

2)05 

\ 500000) 


400000! 

300000) 

200000 ; 

100000 


i 


■Timers ° 2.00 2.50 


3.00 3.50”" 4.00 4.50 5.00 5.50 6jD0 6.50 7.00 ' 7,30 ' 8.00 &50 


Ret. Time 

Area 

Area % 

Ratio % 

2.048 

709609 

100.00 

100.00 


717938.D 


Mon Feb 14 08:16:19 2011 


Page 1 


Corbett email PRR 000217 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM5\05_19_10\717938.D 

KAC 

19 May 2010 19:21 

3,4-MDMA STD 

5 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.05 

C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, 

1,3-Benzodioxole-5-ethanamine, 
1,3-Benzodioxole-5-ethanamine, 

N, .a 042542-10-9 

N, .a 042542-10-9 

N,.a 042542-10-9 

90 

86 

83 


Abundance 


80 


5.8 


Average of 2.005 to 2.149 min!: 717938.0 (-) 


60 ; 


40 


20 


Oh, 


36 


42 


51 


77 135 

65 71 , 85 91 98 165 116122 145 158 164 175 188194 


m/z--> 30 40 50 ' 60 70 80 90 100 110 120 lio 140 150 160 170 180 190 

Abundance 


5,8 


#112756: 1 ,3-Renzodid)<6!e-5-e lhanam ine. TI .alpha.-di methyl - 


80 i 


60 


40: 


20 : 


0 ^ 


30 36 42 51 


65 


77 


88 105 


135 


178 193 


m/z~> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM5\05_19__10\717 93 9 , D 
KAC 

19 May 2010 19:33 

BLANK 

1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 
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